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the following amendment in the Punjab 
Education Department Notification No. 
3498- Ed . ]1-63, 8604 , dated the 7th May , 
1963 with immediate effect : 


AGRICULTURE DEPARTMENT 

CORRIGENDUM 

The 7th October , 1967 
No. 2221- Agr-I (V ) -67 /25815. — For the 
word Central appearing in line 4th of the 
Haryana Government Agriculture Depart 
ment Notification No. 2221-Agr- I (V )-67 / 
25563, dated the 4th October , 1967 , read 
Control . 

The 9th October, 1967 


AMENDMENT 


(i) 


In Sr. No. 2 , the words Circle 
Education Officer shall be substi 
tuted by the words District 
Education Officer . 


1241 (GI)Agri.I( V ) -67/25886 .-- In exercise ( ii ) The word Punjab , wherever 
of the powers conferred by clause 3 of the 

it occurs shall be substituted by 
Sugar (Control) Order , 1966 , read with the 

the word ‘ Haryana . 
Government of India , Ministry of Food , 
Agriculture , Community Development and 

B. L. AHUJA , Secy . 
Cooperation notification No.GSR - 1291 / ESS . 
Com /Sugar , dated the 24th August , 1967, PUBLIC WORKS DEPARTMENT 
the Governor of Haryana is pleased to 
direct that no sugar shall be manufactured 

The 4th October , 1967 . 
from sugarcane by vacuum pan process in 
the state of Haryana except under and in No. 6060-2- PWII-67 /23401. - In Con 
accordance with the conditions specified in tinuation of Haryana Government Gazette , 
a licence issued in this behalf by the State Notification No. 3122-2 - PWII-67, dated the 
Government . 

13th June , 1967 and in pursuance of the provi 
R. N.CHOPRA , sions of rule 5 (b ) (i) of the Punjab State Elec 
Commissioner Agricultural Production tricity Board Rules, 1959 , the Governor of 
and RuralDevelopment and Secretary to Haryana is pleased to fix the remuneration 
Government Haryana , Development of Shri Jai Lal Jain at Rs 1480.00 per mensem 
and Panchayat Department. in the scale of Rs . 1,300_60_1,600 / 1,600— 

100—1,800 and Rs. 250.00 per mensem as 
EDUCATION DEPARTMENT special pay from the date he took over 
The 10th October, 1967 

Accounts and Finance Member of the 

Haryana State Electricity Board . 
No. 6258 -Ed. III (4 )-67 /25343. - The 
Governor of Haryana is pleased to make 

ISHWAR CHANDRA , Secy . 
PUBLIC WORKS DEPARTMENT HARYANA 
BUILDINGS AND ROADS BRANCH 

Gurgaon Circle 

The 26th September, 1967 
No. 28RA/751/R.- Whereas it appears to the Governor of the Haryana that land is likely 
to be required to be taken by the Government, at the public expense for a public purpose, namely, for 
Construciing Nahara Bahadurgarh Road (Section Nahara 10 Kundal) in Rohtak Disérict, it is hereby notified 
that land in the locality described below is likely to be required for the above purpose . 
This notification is made under section 4 of the 

4 of the Land Acquisition Act, 1894 , to all 
whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Haryana is Pleased 
to authorise the officers for the time being engaged in the undertaking with their servants and workmen 
to enter upon and survey any land and locality and do all other acts required or permitted by that 
section . 

SPECIFICATION 


as 


Name of 
District 


Remarks 


Name of 

Tehsil 


Name of 

Village 


Area in 

acres 


As demarcated at site 


Rohtak 

Do 
Do 
Do 
D 
Do 


Sonepat 
DO 
Do 
Do 
Do 
Do 


Nahara 
Halalpur 
Jatola 
Saidpur 
Nazampur Khurd 
Kundal 


2.34 
15.56 
10.20 
10.94 
5.22 
12.58 


Total 


56.84 


T.S. LAMBA , 
Superintending Engineer , 
Gurgaon Circle, Gurgaon . 


